REVISIONS: 


SEL. MAG 


LINE PLUG 


THEORETICAL LINE CIRCUIT 
WITHOUT LINE RELAY 


2000° 1000" 


SELECTOR 
CONS 


THEORETICAL RELAY CleculT 
FOR NEUTRAL LINE SIGNALS 
+ 


THEORETICOL 
Coe SELECTOR | WIRING DIAGeAaM 


CONS £19 OND #20 
THEORETICAL RELAY ClecUIT 
FOR POLAR LINE SIGNALS 


